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Message Text 


PAGE 01 STATE 116432 
65 

ORIGIN HEW-06 

INFO OCT-01 NEA-10 ISO-OO OES-05 VA-01 OIC-02 /025 R 
66615 

DRAFTED BY DHEW/OS/OHD/RSA/RE/TRAUB 
APPROVED BY OES/SCI/BMP:M.S. BEAUBIEN 
OHD/RSA/MARTIN E. MCCAVITT 
NEA/EGY :LWSEMAKIS 
OES/SCI/VMP:AERICHMOND (INFO) 

096600 

O 192131Z MAY 75 

FM SECSTATE WASHDC 

TO AMEMBASSY CAIRO IMMEDIATE 

UNCLAS STATE 1 16432 

E.O. 11652:N/A 
TAGS: TPHY, OSCI, EG 

SUBJECT: INVITED PARTICIPANTS INTERNATIONAL CONFERENCE, 
CAIRO, JUNE 1-11 

REF: CAIRO 04902 REFTEL 

1. PLEASE ADVISE TRAUB SOONEST AIRLINE TICKET 
ARRANGEMENT FOR PARTICIPANTS. REQUEST TICKETS FOR 
THRANHARDT, STAROS, HOLLANDER VIA TWA THROUGHOUT. 

2. FOLLOWING IS LATEST LISTING OF PARTICIPANTS AND 
ADDRESSES AS REQUESTED IN REFTEL: 

VERNON R. NICKEL, M.D. 

CO-PROJECT DIRECTOR 
REHABILITATION ENGINEERING CENTER 
RANCHO LOS AMIGOS HOSPITAL 
7601 EAST IMPERIAL HIGHWAY 
DOWNEY, CALIFORNIA 90242 

JAMES B. RESWICK, SC.D. 

PROJECT DIRECTOR 
UNCLASSIFIED 
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REHABILITATION ENGINEERING CENTER 
RANCHO LOS AMIGOS HOSPITAL 
7601 EAST IMPERIAL HIGHWAY 
DOWNEY, CALIFORNIA 90242 
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MR. ROY WIRTA 
CHIEF BIOMECHANICS UNIT 
REHABILITATION ENGINEERING CENTER 
MOSS REHABILITATION HOSPITAL 
12TH STREET AND TABOR ROAD 
PHILADELPHIA, PENNSYLVANIA 19141 

MR. MELVIN STILLS 

DIRECTOR PROSTHETICS AND ORTHOTICS 
REHABILITATION ENGINEERING CENTER 
MOSS REHABILITATION HOSPITAL 
12TH STREET AND TABOR ROAD 
PHILADELPHIA, PENNSYLVANIA 19141 

MR. DOUGLAS HOBSON 
DIRECTOR, REHABILITATION ENGINERRING 
858 MADISON AVENUE 
ROOM 837 

MEMPHIS, TENNESSEE 38163 

MR. GERALD HOLLANDER 
DIRECTOR OF PLANNING AND DEVELOPMENT 
VETERANS ADMINISTRATION 
WASHINGTON, D.C. 20420 

MR. ANTHONY STAROS 
DIRECTOR 

VETERANS ADMINISTRATION PROSTHETIC CENTER 

252 SEVENTH AVENUE 

NEW YORK, NEW YORK 10001 

MR. THOMAS M. MOSES 

DIRECTOR OF BUILDING AND SAFETY 

REEDY GREEK IMPROVEMENT DISTRICT 

STATE OF FLORIDA 

P.O.BOX 36 

UNCLASSIFIED 
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LAKE BUENA VISTA, FLORIDA 32830 

CLINTON L. COMPERE, M.D. 

DIRECTOR 

REHABILITATION ENGINEERING PROGRAM 
NORTHWESTERN UNIVERSITY 
345 EAST SUPERIOR STREET, ROOM 1441 
CHICAGO, ILLINOIS 60611 

MRS. MARGARET GREENE 

UNITED STATES MANUFACTURING CO. 

623 SOUTH CENTRAL AVENUE 
P.O. BOX 110 
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GLENDALE, CALIFORNIA 91209 

MR. J. MORGAN GREENE 

UNITED STATES MANUFACTURING CO. 

623 SOUTH CENTRAL AVENUE 
P.O. BOX 110 

GLENDALE, CALIFORNIA 91209 

WILLIAM A. SPENCER, M.D. 

DIRECTOR 

TEXAS INSTITUTE FOR REHABILITATION AND RESEARCH 
TEXAS MEDICAL CENTER 
1333 MOURSUND AVENUE 
HOUSTON, TEXAS 77025 

JOSEPH T. ENGLISH. M.D. 

DIRECTOR, DEPARTMENT OF PSYCHIATRY 

ST. VINCENT'S HOSPITAL AND MEDICAL CENTER 

OF NEW YORK 

144 WEST 12TH STREET 

NEW YORK, NEW YORK 10011 

DUDLEY CHILDRESS, PH.D. 

CO-DIRECTOR, REHABILITATION ENGINERRING CENTER 
REHABILITATION INSTITUTE OF CHICAGO 
345 EAST SUPERIOR , ROOM 1441 
CHICAGO, ILLINOIS 60611 

UNCLASSIFIED 
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DEREK ROWELL, PH D. 

ASSOCIATE PROJECT DIRECTOR 
REHABILITATION ENGINEERING CENTER 
BOSTON CHILDRENS HOSPITAL 
300 LONGWOOD AVENUE 
BOSTON, MASSACHUSETTS 02215 

SHELDON R. SIMONS, M.D. 

ASSOCIATE PROJECT DIRECTOR 
REHABILITATION ENGINEERING CENTER 
BOSTON CHILDREN'S HOSPITAL 
300 LONGWOOD AVENUE 
BOSTON, MASSACHUSETTS 02215 

THOMAS KROSKOP. PH.D. 

ASSOCIATE PROJECT DIRECTOR 

REHABILITATION ENGINEERING CENTER 

TEXAS INSTITUTE FOR REHABILITATION AND RESEARCH 

1333 MOURSUND AVENUE 

HOUSTON, TEXAS 77025 

MR. BERNARD STROHM 
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ASSOCIATE DIRECTOR HOSPITALS AND CLINICS 
U.C.L.A. CENTER FOR HEALTH SCIENCES 
18033 LECONTE AVENUE 
LOS ANGELES, CALIFORNIA 90024 

MR. HOWARD R. THRANHARDT 
J.E. HANGER, INC. OF GEORGIA 
SOUTHERN PROSTHETICS SUPPLY CORP. 

947 IUNIPER STREET, N.E. 

ATLANTA, GEORGIA 30309 

MRS. PAMELA CLUFF 
191 EGLINTON AVENUE, EAST 
TORONTO, ONTARIO M4T1K1 
CANADA 

MISS MURIEL ZIMMERMAN 
DIRECTOR, DEPARTMENT OF TECHNICAL AIDS 
INSTIUTE OF REHABILITATION MEDICINE 
UNCLASSIFIED 
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NEW YORK UNIVERSITY MEDICAL CENTER 
400 EAST 34TH STREET 
NEW YORK, NEW YORK 10016 

RANDOLPH MUTRIE, M.D. 

C/O ONTARIO CRIPPLED CHILDREN'S CENTER 
350 RUMSEY ROAD 
TORONTO 17 ONTARIO 
CANADA 

DR. HOWARD RUSK 

DIRECTOR, INSTITUTE OF REHABILITATION MEDICINE 
NEW YORK UNIVERSITY MEDICAL CENTER 
400 EAST 34TH STREET 
NEW YORK, NEW YORK 10016 

MR. EUGENE J. TAYLOR 

INSTITUTE OF REHABILITATION MEDICINE 

NEW YORK UNIVERSITY MEDICAL CENTER 

400 EAST 34TH STREET 

NEW YORK, NEW YORK 10016 

MR. MIRO VESEL 

DIRECTOR, REHABILITATION ENGINEERING CENTER 

LINHARTOVA 5 1 

61001 LJUBLIANA, YUGOSLAVIA 

DR. SLOBODAN GROBELNIK 

INSTITUTE OF SOCIALIST REPUBLIC OF SLOVENIA 
FOR REHABILITATION OF DISABLED 
LINHARTOVA 51 
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61001 LJUBLJANA, YUGOSLAVIA 

DR. K.A. JOCHEIM 
C/O REHABILITATION CENTER 
UNIVERSITY OF COLOGNE 
LINDENBURGER ALLEE 44 
5 COLOGNE - LINDENTHAL 
WEST GERMANY 

DRGM ERNST MARQUARDT 
UNCLASSIFIED 
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STIFTUNG REHABILITATION 
D 69 HEIDELBERG 
P.O. 101403 
WEST GERMANY 

DR. J. KUPPERS 
STIFTUNG REHABILITATION 
D 69 HEIDELBERG 
P.O. 101403 
WEST GERMANY 

MR. ERIK LYQUIST 
ASSOCIATE DIRECTOR 
ORTHOPAEDIC HOSPITAL 
3 HAN KNUDESENS PLADS 
2100 COPENHAGEN, DENMARK 

MR. GEORGE ROBERTSON 

SCOTTISH HOME AND HEALTH DEPARTMENT 

ST. ANDREWS HOUSE 

EDINBURGH, SCOTLAND 

MR. DUNCAN GUTHERIE 

NATIONAL FUND FOR RESEARCH INTO CRIPPLING DISEASES 
VICENT HOUSE, 1 A SPRINGFIELD ROAD 
HORSHAM, SUSSEX RH 2 2 PN, ENGLAND 

MR. ROBERT FEENEY 
ERGONOMICS DEPARTMENT 
UNIVERSITY OF TECHNOLOGY 
LOUGHBOROUGH, ENGLAND 

MR. KARL MONTAN 
EXECUTIVE DIRECTOR 
ICTA INFORMATION CENTRE 
FACK - 5 - 16125 BROMMA 1 
SWEDEN 

DR. SVEN-OLAF BRATTGARD 
UNIVERSITY OF TOTHENBERG 
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DEPARTMENT OF HANDICPA RESEARCH 
UNCLASSIFIED 
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OVRE HUSALGATAN 36 
5 413 14 GOTHENBERG 
SWEDEN 

DR. HIDEO OGISHIMA 

DIRECTOR, DEPARTMENT OF REHABILITATION MEDICINE 

THE YOIKUIN TOKYO METROPOLITAN HOSPITAL 

35-2 SAKAE-MACHI 

ITABASHI-KU, TOKYO 

JAPAN 

DR. WOJECK WOZNY 
ACTING DIRECTOR 

REHABILITATION ENGINEERING CENTER 
ORTHOPAEDIC HOSPITAL 
MEDICAL ACADEMY OF POZNAN 
POLAND 

DR. NABIL A. ATALT.A 
CHIEF, ORTHOPAEDIC SURGEON 
KING HUSSAIN MEDICAL CENTER 
AMMAN, JORDAN 

DR. M.J. MARAGA 
CHIEF, PROFESSIONAL SERVICES 
NEUROSURGERY SECTION 
KING HUSSAIN MEDICAL CENTER 
AMMAN, JORDAN 

IN ADDITION THERE SHOULD BE (3) THREE FROM IRAN. 
DR, HOMMOSSANI SHOULD HAVE NAMES. 

INGERSOLL 

UNCLASSIFIED 


« END OF DOCUMENT » 
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